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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 00853 040834Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO /018 W 

040852Z 053737/11 

R 040755Z FEB 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 6327 
INFO AMCONSUL FRANKFURT 

UNCLAS ANKARA 0853 

DEPT FOR A/SY/FO AND FBO 

FRANKFURT FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC.ABLD 

SUBJECT: ACCESS WALK- WAY FOR EMBASSY VISITOR CONTROL 
REF: 76 ANKAR A-95 AND A/SY/FO MEMORANDUM DATED 12/7/76 

1 . REQUEST FUNDING APPROVAL TO CONSTRUCT ONE HUNDRED AND 
TWNETY (120) CENTIMETER WIDE, FIFTY EIGHT (58) METER LONG 
CONCRETE SIDEWALK FROM THE CHANCERY PARKING LOT TO THE EAST 
ENTRANCE OF THE CHANCERY LOBBY. PURPOSE IS TO DIVERT ALL 
VISITOR TRAFFIC TO THE EAST ENTRANCE WHERE THEY WILL BE 
SCREENED BY A GUARD/RECEPTIONIST AND METAL DETECTOR. DETAILS 

FOR THE PROPOSED WALKWAY ARE OUTLINED IN PARAGRAPH 253 AND EXHIBITS 
D AND M OF ANKARA A-95. 

2. ESTIMATED COST OF MATERIALS AND LABOR IS $1,500 DOLLARS (US). 

AFTER MARCH 1. 1977, CONSTRUCTION COST MAY INCREASE BY TEN-FIFTEEN 
PERCENT DUE TO RISING COST OF MATERIALS AND DEMAND FOR 
CONSTRUCTION LABOR. 

PLEASE ADVISE. 
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